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Aluminum Bronze Co., Sept. 1, p. 5 

American Electrical Works Clambake, 
Sept. 8, p. 5 

American Bell Telephone Co.’s New Build- 
ing, Sept. 8, p. 6 

Allegheny Electric Light Co.’s Plant to be 
Rebuilt, Sept. 8, p. 15 

Attendance at the Electric Light Conven- 
tion, Sept. 8, supplement sheet 

American Bell Telephone Co.’s Output for 
the Month of August, Sept. 15, p. 6 

Allegheny City Lighting, Sept. 22, p. 5 

Arc Lights in N. Y. City, New Regulation 
for, Sept. 29, p. 1 


Aluminum, Cowles’ Process, Sept. 29, p.1 | 


Accumulator, Tudor, Sept. 29, p. 8 
Artistic Work Wanted in the Electric 
Lighting Field, Oct. 6, p. 4 
Aluminum, Relative Value of. Paper read 
at the Meeting of the Franklin Institute 
by H. Pemberton, Jr., Oct. 6, p. 5 
Augusta Electric Light Plants, Oct. 6, p. 7 
American Skill in the Electrical Science, 
Oct. 20, p. 4 
Albany Telephonic Exchange, Oct. 20, p. 6 
*Ammeter, Oct. 27, supplement, p. 8 
American Institute Electrical Exhibits, 
Oct. 27, p. 9 
American Bell Telephone Co.’s Instrument 
Output, Nov. 3, p. 6 
Arc Lamp, Waterhouse, Nov. 8, p. 8 
Accumulators for Electric Lighting in 
Vienna, Nov. 17, p. 3 
Atlanta Telephone Service, Nov. 24, p. 3 
Accumulator Plant, Summerville, Mass., 
Nov. 24, p. 5 
Amherst Electric Lighting Co., Dec. 1, p. 8 
Athol Electric Light Station, Dec. 1, p. 10 
Armatures, Large, Dec. 8, p. 4 
Aluminum, Dec. 22, p. 6 
American Tool & Machine Co., Dec. 22, p.5 
Accumulator Patent, date of, Dec. 29, p. 1 
Ampere, Statue of, Dec. 29, p. 4 
African Telephone Co., Dec. 29, p. 6 
Atlanta Telephone and Telegraphic Ser- 
vice, Jan. 12, p. 6 
Armington & Sims Engine Co.’s Output, 
Jan. 19, p. 8 
Austria, Telephone in, Jan. 26, p. 7 
Accumulators for Car Lighting, Feb. 2, p. 8 
*Annunciator, Telephone, Feb. 9, p. 6 
Aerial Navigation, Feb. 9, p. 10 
*Arc Lamps, Sperry, Feb. 16, p. 13 
*Armature of Sperry Dynamo, Feb. 16, p. 18 
*Alternating Current System, Lowrie Hall, 
Feb. 23, p. 9 


Buffalo, Brush Electric Plant, Sept. 1, p. 5 
Bulletin Board, Electric, Sept. 1, p. 10 
*Baxter Electric Motor, Sept. 1, p. 10 
Buffalo International Expn., Sept. 1, p. 10 
Batteries, Telephone. Paper read by F. A. 
Pickernell at the Telephone Convention, 
Sept. 15, p. 1 
Binghampton Gas Co.’s Electric Light 
Plant. Sept. 15, p. 9 
*Belting Leather, Perforated, Sept. 15, p. 15 
Boston Electric Railway, Sept. 15, p. 15 
*Bell, Electric, Two Call, Sept. 22, p. 1 
Bell Telephone Manufacturing Co.’s Fac- 
tory at Rotterdam, Sept. 22, p. 1 
Brussels Exhibition—Slim Electric Exhibit, 
Sept. 22, p. 2 
Batteries, Storage, Progressin, Sept. 22, p. 2 
Batteries, Storage, for Street Cars at 
Brussels, Sept. 22, p. 2 
Baxter Motor Co.’s Factory, Sept. 22, p. 5 
*Beltholder, Schenck’s, Sept. 29, p. 9 
*Buffalo Electric Light Station, Plan of, 
Power and Dynamo Plant, Oct. 6, p. 2 
Bridge Lights Regulation, Oct. 6, p. 8 
Brady Mastarm, Oct. 6, p. 7 
Bullet Probe, Electrical Method, Oct. 18, p.4 
Batteries Recently Installed by the Julien 
Co., Oct. 18, p. 5 





Balloon, Telephone Communication with, 
Oct. 18, p. 6 
Bread Baked by Electricity, Oct. 18, p. 6 
Bangor City Lighting, Oct. 13, p. 9 
*Bell’s Magneto, Oct. 27, p. 3 
*Building Office Indicator, Oct. 27, p. 6 


Bentley-Knight Exhibit at the Street Rail- | 


way Convention, Oct. 27, p. 8 
Buffalo Westinghouse System, Oct. 27, p.9 


*Button, New, Nov. 3, p. 1 
*Battery, Leclanche, Improvement in, 
Nov. 3, p. 1 


Bribery, Telephone Ordinance, Nov. 3, p. 4 
Brattleboro Electric Light Plant, Nov. 3, p.9 
Boat, Electric, Nov. 10, p. 1 
Box for Service Connections to Buildings, 
Edison’s System, Nov. 10, p. 9 
Brush Indicator for Dynamos and Motors, 
Nov. 17, p. 1 
Bell Fire of Chicago, Nov. 17, p. 3 
Batteries, Most Reliable, Nov. 24, p. 2 
Ballooning, Storage Battery as it can be 
Applied to, Nov. 24, p. 4 
Bell Telephone Case, Chicago’s Interest in, 
Nov. 24, p. 4 
Batteries, Construction, Use and Manage- 
ment of, Dec. 1, p. 2 
Boats, Electrical, Description of, Dec. 1, p.4 
Berliner and His Experiments, Dec. 1, p. 5 
Boston Wants Electric Lights, Dec.15, p. 3 
Bermuda Telephone System, Dec. 15, p. 3 
Baxter Electric Motor Co.’s Assignment, 
Dec. 15, p. 5 
Boilers, Electrical Prevention for Forma- 
tion of Scales, Dec. 15, p. 5 
Buffalo Telephone Op’r Strike, Dec. 15, p. 6 
Boats, Electric, Dec. 15, p. 8 
Battery Patents, Dec. 29, p. 1 
Boiler Explosions, Part which Electricity 
Plays in, Dec. 29, p. 1 
*Boston Electric Railroad, Dec. 29, p. 2 
*Boat, Submarine, Electric, Dec. 29, p. 3 
Berlin Telephone and Telegraph System, 
Dec. 29, p. 6 
Brooklyn Electric Lighting, Dec. 29, p. 9 
Berlin Electric Lighting, Dec. 29, p. 10 
*Burner, Gas, Automatic, Jan. 5, p. 2 
Berlin Electric Light Station, Jan. 5, p. 10 
Brussels Proposed Electric Light Instal- 
lation, Jan. 5, p. 10 
Brackett, Prof. C. F., Lecture before the 
Electric Club, Jan. 12, p. 1 
Bill, Telephone Rental, and Underground 
Wire in Missouri, Jan. 12, p. 5 
Battery, New Johnson, Jan. 12, p. 10 
Bullets Photographed by Electricity, Jan. 


19, p 9 
Bug, Electric, Jan. 19, p. 9 
~— a Exchange Meeting, Jan. 
, p. 
Brake for Cars, Electric, Jan. 26, p. 9 
Bell, Prof. A. G., Lecture at Cornell Uni- 
versity, Feb. 2, p. 2 
*Bleaching Process, Electrical, Feb. 9, p. 2 
Battery Gas, Lugo, Feb. 9, p. 4 
Battery Jars, Improvement in Manufacture, 
Feb. 9, p. 10 
Boy Mechanical Apparatus, Feb. 9, p. 10 
Bernstein Electric Co., Feb. 16, p. 5 
Bell Telephone Patent, what it covers, 
Feb. 16, p. 6 
*Bell, Baxter’s, Feb. 16, p. 10 
Battery Improvements, Feb. 16, p. 12 
Battery Patents, State of, Feb. 16, p. 12 
*Boiler, Tubular, Manning, Feb. 23, p. 11 


Cc 


Crescent Beach, Thomson-Houston Motor 
Test, Sept. 1, p. 1 

Convention, Electric Light and Telephone, 
Sept 1, p. 1 

— Bridge Telephone Extensions, Sept. 


, P. 
Current, Electric Experiments on Direction 


and Velocity, Sept. 1, p. 8 
SA 


*Cut-out Box, Baxter, Sept. 1, 





*Cables, Underground, 


. 2. 
ae ew of Phoenix Iron Co.’s Engine, Sept. 
3 


*Chicago Exposition Electric Light Plant, 


6, p. 8 
*Carriage, Electric, Oct. 6, p. 9 


p. 
*Connector, Closed Slot, Oct. 20, p. 7 


*Compensator, Oct. 27, supplement, p. 3 
*Converter in use for Street Lighting, Oct. 





p. 10. 
Convention, the Telephone, in Session; Sec- 
retary’s Report, Sept. 8, p. 1 
Convention, National Electric Light Asso- 
ciation; Wednesday’s Proceedings ; List 
of Attendants, Sept. 8, p. 5 
President’s Address, Sept. 8, p. 1 
Mayor Hewitt’s Address, Sept. 8, p. 2 
Treasurer’s Statement ; Invitation for | 
Entertainments ; Testimonial for Mr. | 
Morrison ; Executive Report, p. 3 
Report of Committee on Insulation and | 
Installation ; Discussion on Insulation of | 
Wires, p. 7 | 
Paper Read by Mr. 8. 8. Leonard on | 
Petroleum Fuel, and Discussion, Sept. 8, | 


p. 8 

Resolution Touching the Address of | 
Mayor Hewitt, p. 11 

Reading of Prof. Van der Weyde’s and | 
Dr. Liebig’s Paper, p. 15 

Clambake of the American Electrical | 
Works, Sept 8, p. 5 

Cable, Telephone, between Oakland and 
San Francisco, Sept. 8, p. 6. 

Currents, Alternate vrs. Direct, Compara- | 
tive Danger of. Paper read by Prof. | 
Van der Weyde at the Electric Light 
Convention, Sept. 8, supplement sheet 

Disruptive Dis- 
charges and their Relations to. Paper 
read by Mr. E. G. Acheson at the Elec- 
tric Light Convention, Sept. 8, supple- 
ment sheet 

Constitution and By-Laws of the National 
Electric Light Association, Sept. 15, p. 5 

Charlestown Gas Company Electric Light 
Extensions, Sept. 15, p. 9 

Current, Telephone, Electric Light, Power 
and Railway, their Relation. Paper read 
by T. D. Lockwood at the Telephone 
Convention, Sept. 15, p. 10 

Currents, Comparative Danger of Alternat- | 
ing vs. Direct. Mr. A. E. Kennelly’s, 
Answer to Dr. Van der Weyde’s Paper, 
Sept. 22, 





Conductors, Electric Light, Improvement | 
in, Sept. 22, p. 4 
= Electric Light Extensions, Sept. | 
,p.5 
Current, Electric Light, Interference with | 
Telephone Systems, Sept. 22, p. 6 


Sept. 22, p. 8 | 
Cowles Aluminium Process, Sept. 29, p. 1 | 
Chicago Electric Lighting, Sept. 29, p.4 | 
Chicago Telephone Ordinance, Sept. 29, p .6 
China, Telephone Extension, Oct. 6, p. 6 
Complete Electrical Construction Co., Oct. | 


| 
| 


Cincinnati Electric Society Officers, Oct. 
13, p. 7 

Currents, Alternating and Direct, Aids to 

Investigation of, Oct. 13, p. 8 


*Condenser, ‘‘ The Marshall,” Oct. 20, p. 2 | ; 
mz 
*C, & C. Electric Motor Co’s, Factory, Feb. 


Court Proceedings, Telephone Used for, 
Oct. 20, p. 6 

Cable, Telephone, Submarine, at San Fran- 
cisco, Oct. 20, 


Convention of the American Street Railway 
Association, Oct. 27, p. 1 

Converter, Westinghouse, Oct. 27, supple- 
ment, p. 2 


27, supplement, p. 3 
Cables, ect of Hot Steam Pipes on, Oct. 


27, p. 4 
ae Telephone Ordinance Discussion, 
t. 27, p. 
Chicago Telephone Ordinance, Oct. 27, p. 6 





*Conduit, Underground, Electric, 


*Cables, Pacific Ocean, Oct. 27, p. 7 

Coast Defense, Electricity as Used in, Oct. 
27, p 8 

Cane Electrically Welded, Nov. 17, p. 5. 

Confessions ; Can They be Heard by Tele- 
phone ? Nov. 17, p. 6 

Condensers, Distribution by, Nov. 17, p. 6 

Charleston Fire Alarm System, Nov. 17, 


p. 7 
Columbia Electric Light Plant, Nov. 17, 


p. 7 
Chicago Telephone Legislation, Nov.24,p.5 
Currents, Electrical; Some Hints for Avoid- 
ing Their Danger, Nov. 23, p. 6 

Copper as an Element in Storage Batteries, 
Dec. 1, p. 2 

Capitol, at Washington, Electric Lighting 
Installation, Dec. 1, p. 5 

Chicago, Electric Light Plant, Dec. 1, p. 7 

Cambridge Electric Light Station, Opening 
of, Dec. 8, p. 1 

Chicago Telephone Ordinance, Dec. 8, p. 4 

Cable, Australian, Dec. 8, p. 7 

*Coil Resistance, Dec. 15, p. 1 

Chicago Public Schools and Electricity, 
Dec. 15, p. 4 
Chicago Telephone Troubles, Dec. 15, p. 4 
*Car, Electric, Sprague’s System, Dec. 29, 
2 
Cable, Sandwich Islands, Dec. 29, p. 8 
Cash Carrier System, Electric Motor Used 
for, Dec. 29, p. 9 
Charters, Electric Light Companies of Phil- 
adelphia ; Are They Legal? Jan. 5, p. 5 
Convention, Electric Light, Railroad Wass 
to, Jan. 5, p. 8 
Chicago Electric Light Statistics, Jan. 12, 


p. 5 

Chicago Telephone Ordinance at Auction, 
Jan. 12, p. 5 

California Telephone Exchanges, Jan. 12, 


p. é 
*Carriage Call, Jan. 12, p. 10 
Columbia College School of Electricity, 
Jan. 19, p. 2 
Chicago Telephone Business, Jan. 19, p. 5 
Capitol Lighting, Bids for, Jan 19, p. 5 
Car Lighting Electrically, Jan. 19, p. 8 
Chicago Electric Lighting, Cost of, Jan. 19 
13 


*Census Work, Electricity as Applied to, 
Jan. 26, p. 2 
Car, Electric, Jan. 26, p. 5 


| Cables, Electric Government, Loss of, Feb. 


2, p.5 
Chesapeake and Potomac Telephone Build- 
ing, Feb. 2, p. 6 
*Cigar Lighter, Electric, Feb. 2, p. 9 
Cable Repairing, Feb. 9, p. 1 
Cable Wanted at Oregon, Feb. 9, p. 5 
Cooper ; Increase of Price, Feb. 9, p. 5 
Convention, Electric Light Exhibition at, 
Feb. 9, p. 
Car Heating by re: Feb. . 10 
Chattanooga Electric Light Plant, Feb. 16 
5 


p. 
Cleveland Telephone Changes, Feb. 16, p. 6 
Cincinnati Telephone Toll Service, Feb. 16, 


16, p. 12 
Convention, Electric Light, at Chicago, 
Feb. 28, p. 1 
John- 


stone’s System, Feb. 23, p. 1 

Omens, 2 ternating, Harmlessness of, Feb. 
23, p. 

Cornell University Electrical Engineers’ In- 
spection Tour, Feb. 23, p. 11 


D 


*Dynamo, Weston, Sept. 1, p. 


1 
Des Moines Electric Railway, Sept. 1, p. 2 
Decision in Favor of Thomson-Houston vs. 
Citizen’s Co., Sept. 1, p. 4 
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ii 
Davenport Electric Railway, Sept. 1, p. 9 
Dinner to the Exec. Com., Sept. 8, p. 15 


ee Sprague Electric Railway, Sept. 
22, p. 8 

*Dynamo, Prompton, for aaa: Alumin- 
ous Ore, Sept. 29, p. 1 

Dynamo, "The Waterhouse, oe 29, p. 3 

*Dynamo, Coventry, Sept. 29, p. 

*Distributor, Electrical, The Tidiauunds, Oct. 
6, p. 6 

Deafness Cured by the use of Telephone, 
Oct. 6, p. 6 

Deaths from Electricity, Oct. 13, p. 5 

*Door- “Opener, Electric, Hazazer & aenated, 
Oct. 20, p. 1 

Dynamo Alternating System, 
house, Oct. 27, supplement, p. 8 

*Dy namo, Weston, Used on the Steamer 

‘ Connecticut,’ Nov. 3, p. 9 
— Brotherhood Engine. Nov. 10, 


Westing- 


1 
iemenes Room, Edison, Boston Station, 
Nov. 24, p. 5 
Dynamo, Eickemeyer, 
Works, Nov. 24, p. 5 
*Dynamo and Engine Directly Connected, 
Dec. 1, p. 1 
*Dynamo Engineering, American and Ger- 
man, Dec. 1, p. 1 
Daft Motor Trial Trip, Dec. 1, p. ‘ 
Dynamo Coils, Paint Used for, Dee. 1, p..7 
Dy namo Commutator Bars, Improvement 
‘for Making Same, Dec. J, p. 8 
*Dynamo, Ferranti, at the Grosvenor Gallery 
Station, Dec. 1, p. 9 
*Dynamo, Mather, Dec. 8, p. 1 
*Dynamo Room, Equitable Building at Bos- 


for Accumulator 


ton, Dec. 8, p. 2 

Dynamo Improvements from Large Arma- 
tures, Dec. 8, p. 4 

*Dynamo, Alternating Current, Gerard’s, 
Dec. 15, p. 2 


Dynamo, Gans & Co.’s, Dec. 15, p. 3 
Dynamo Building in Europe, Dec. 15, p. 2 
Drexel Building, Philadelpbia, Electric 
Light Plant, Dec. 15, p. 7 
«Dynamo, Homes. Tangye, Dec. 15, p. 7 
*Dynamo Room, 
Station, Dec. 15, p. 9 
Dynamo, Miniature, Jan. 5, p. 4 
*Dynamo, The Silvertown, Jan. 5, p. 8 
*Dynamo, Two Pole, Jan. 5, p. 8 
*Dynamo, Alternated Current, 
‘Houston, Jan. 5, p. 9 
Dyn: mo Construction. §,. Z. de Ferandi’s 
Answer to Dr. Van der Weyde, Jan.26,p.1 
Dynamo, Ferandi, 
‘Feb. 2, p. 1 


Dynamite Gun Test, Feb. 2, p. 4 


9, Dp. 
*Dynamo, Eickemeyer, on Board of Steam | *Electro-Plating tae. 


Yacht, Feb. 9, p. 1 

Dinner Given to Geo. W. Davenport, Feb. 9, 
p. 5 

Denver Telephone System, Feb. 9, p. 6 

Dynamite Cruiser, Trial Trip, Feb. 9, p. 8 | 

Drowning, Electricity as Used for Discov- 
ering Bodies, Feb. 9, p. 10 

*Daft’s Motor as Used on the Ninth Avenue 
Elevated Railroad, Feb. 16, p. 8 

*Dynamo Room, ‘‘ C. & C.” Electric Motor 
Co.’s, Feb. 16, p. 12 

*Dynamo, Sperry, Feb. 16, p. 13 

*Dynamo, Lowrie-Hall Alternating Current, 
Feb. 23, p. 9 

*Dynamo and Engine Combined for Dept- 
ford Station, Feb. = p. 10 


Exchange, Electrical, New England, Sept. 
ee 
Ear, Effect of use of Telephone on, 


os 
Eau ‘Cesiee Electric Light Additions, Sept. 
tp. 3 
Execution, Electric, Sheriff Grant’s Views 
of, Sept. 1, p. 10 
Exhibits at the Electric Light and Telephone 
Conventions, Sept. 8, 
Electric Light Representatives Entertained, 
Sept. 8, p. 6 
Education, Electrical. Paper read by Mr. 
E. R. Weeks before the Electric Light 
Association, Sept. 15, p. 6 
*Engine, Phoenix Iron Co., Sept. 2 
*Electrolier, Mitchell- Vance, Sept. 


2,p. 3 
"39 p. 1 


Exhibition, Barcelona, and Electric Exhi- | 


bits, Sept. 29, p. 5 
*Engine, the Rice, Manufactured by the John 
T. Noye Manufacturing Co., Oct. 6 p 
Electricity, Development of. 
by W. H. Preece, Oct. 13, p. 


Malden Electric. Light | 


to be Used in Paris, 





Thomson.- | 





Execution by Electricity, Opposition to, 
Nov. 24, p. 
Edison Phonograph Works at Orange, Dec. 
1 


1, p. 

Electric Lighting Business, Profits of, Dec. 
1, p. 4 

Electricity, Can it be taxed, Dec. 1, p. 4 


Execution by Electricity, How was_ the 
Average Resistance of the Human Body 





Ascertained, Mentioned in Report of the | 


Medico-Legal Society, Dec. 8, p. 1 
*Equitable Building Electric Light Plants at 
Boston, Dec. 8, p. 2 
Education, Electric, Swedish 
Dec. 8, p. 4 
Elgin Electric Lighting, Dec. 
Electricity and Magnetism. 
Le C. Hamilton, Dec. 15, p. 6 
Engine Test, Dec. 15, p. 6 
Executions, Electric, Editor’s Views of, 
Dec. 22, p. 9 
*Execution, Electric, Best Method, Dec. 22,p.1 
Execution by Electric ity, Professor Brack- 
ett’s Opinion of, Dec. 29, p. 4 
England, Telephone Consolidation Under 
Way, Dec. 29, p. 6 
Eddy Electric Go, New 
Dec. 29, p. 8 
Engines used in Germany for Electric Light 
Purposes, Dec. 29, p. 9 
Engine to be Used for Chicago Eiectric 
Light Plant, Dec. 29, p. 9 
*Engine, New Ideal, Dec. a. p10 
Electrical Progress, Jan. 5, p. 1 
Electric Lighting, Progen of, Jan. 5, p. 1 
Explosions in U nderground C onduits, Jan. 
12, p. 4 
Exhibition Electric — Association at 
Chicago, Jan. 19, p. 
Edison, ‘New Stations A New York City, 
Jan. 12, p. 9 
*Engine, Gas, Atkinson’s, Jan. 19, p. 3 
Electric Light Company Consolidation, 
Jan. 19, p. 9 
Eastport Electric Lighting, Jan. 19, p. 9 
Engine, Steam, its Principals, Development, 
its Future and Perfection. Paper read by 
Mr. E. N. Dickinson before The Electric 
Club, Jan. 26, p. 1 
Engraving by Electricity, Feb. 2, p. 3 
Exhibition, Electric Light Convention, Feb. 
2, p. 4 
Execution. Electricity Adopted in Illinois 
for this Purpose, Feb. 2, p. 5 
Electric Lighting, Long Distance, Feb.9,p.2 
—< re Sir William’s Address, 
e 


15, p. 5 


Boston Office, 


9 


9 


| *Electro- ‘Plating Machine, First Made, Feb. 


| 
| 


Sept. | 


aa Van 
Winkle & Co., Feb. 9, 

Execution by Electricity 3 a in Ohio, 
Feb. 9, p. 10 

Explosions, Underground Conduit, 
16, p. 6 

Edison and His Inventions. 
W. J. Hammer, at the Franklin Institute, 
Feb. 16, p. 10 

Engine, Steam. Paper read by Mr. E. M. 
Dickinson before the Electric Club, Feb. 
16, p. 10 

Exhibits at Electric Light Convention, Feb. 
23, p. 5 

Explosion, Boiler, at Lincoln, Feb. 23, p 

Erie Telephone Company, Earnings, Pon. 
23, p. 6 


Feb. 


F 
Fireman, Electric Light Currents as Per- 


Name for, | 
| 


Lecture by L. 





Lecture by Mr. | 


taining to Their Work. Paper read by | 


Prof. J. P. Barrett, Sept. 1, p. 6 


Frederick, Md., Electric Light Troubles | 


Ended, Sept. 1, p. 10 
*Fixture, Electric Light and Gas, Sept.29,p.1 
*Furnaces, Electric, Cowles’, Sept. 29, p. 

Fire Alarm Bids for San Diego, Sept.29, p. 
*Fire Signal Transmitter, Oct. 6, p. 1 
*Fixture, Incandescent _Hlectric 

Oct. 27, supplement, p. 


2 
7 


Light, | 


Fuel Question at Chicago, ‘Kon. 10, pp. 1&2 | 


*Factory, American Waltham Watch Co.’s, 
Nov. 17, p. 2 


| *Fire Alarm System, Auxiliary, Gardiner’s, 


— pit 


| 


Electrical Science, American Skin in, Oct. 


20, p. 4 
Easthampton Electric Lighting Co., 
20, p. 8 
Education, Electrical, Oct. 20, p. 10 
Egypt, Telephone Line i in, Oct. 27, p. 
Election Returns 
Club, Nov. 3, p. 
*Electrode, New, MS 3,p.1 
*Engine with direct Coupling to Dynamo, 
Nov. 10, p. 1 


6 


*Factory, ‘‘C. =e. 


Election Returns —— at the Electric | 


Club, Nov. 17, p 


Oct. | 


received at the Electric | 


Nov. 24, p. 1 


Fort Wayne Jenney Electric Light Co.’s | 


Works Burned, Dec. 1, p. 4 
Fish Catching by Electric Light, Dec. 22, p.9 
Fishers, Electric, Dec. 22, p. 3 


*Fixtures, Gas and Electric Light, oe 29,p.1 | 


Firing by Electricity, Dec. 29, p. 4 
Factory, Thomson Electric Welding Co.’s, 
Dec. 29, p. 5 


Franklin Sugar Refinery’s Electric Light 


Plant, Dec. 29, p. 6 
*Fixtures, Electric Light und Gas, 
Mitchell, Vance & Co., Jan. 19, p. 1 
Franklin [nstitute Report, Jan. 26, p. 9 
Factory, ““C. & C.” Electric Motor Co’’s, 
Feb. 2, p. 4 
Fire Alarm System at Chicago, Feb. 16, p. 
’ Electric Motor Co.’s, 


q 


Feb. 16, p 
Fuel, oad shed for, Feb. 23, p. 4 
G 


Exhibit, Thomson- Dia isien: at the Augusta | *Galvanometer, Waterhouse, Sept. 1, p. 2 


Exhibition, Nov. 17, p.7 
*Execution by Electricity, Report to the 
Medico-Legal Society, Nov. 24, p. 3 
*Execution of Criminals, Electricity as Ap- 
plied to, Nov. 24, p. 2 
Ear, Effect of the Telephone on, Nov.24,p. : 
Edison, New Boston Station, Nov. 24, Node 
ov. 


Election and the Use of the Telephone, 
24, p. 6 





Glass-cutting, Electric, at Pittsburgh, Sept. ie 
10 


p. 

Glenwood — Light Co.’s Extensions, 
Sept. 8, p 

“7 ‘oo Telephone Line,Sept.29, 


ohigen Telephone System, Sept. - p. 6 
*Governor, Rice Engine, Oct. 6, p, 3 
Generator of Electricity, Unique, Oct. 6, p.5 


of | 


| 
| 





Glass, Peculiar Electrical Effect of, Oct. 6, 


p. 5 
*Galvanometer, Thomson’s, Oct. 18, P. 3 
Gambling by Telephone, Oct. 20, p 
*Ground Detector Switch, Oct. 3p lengli 
ment, p. 6 
Gentry, W. T., Sketch of, Nov. 17, p. 7 
*Grosvenor Gallery Station’ s Electric. Light 
Plant, Dec. 1, p. 9 
Green Island Electric Light Co., Dec. 1, p. 9 
Gloucester Electric Lighting Co., Dec. 8, p-1 
Gold and Silver Extracted by Electricity, 
Dec. 8, p. 3 
Government Telegraph Favored 7 the 
Postmaster General, Dec. 15, p. 7 
Germany, State of Electric Lighting in, 
Dec. 29, p. 4 
*Governor ‘of the Ideal Engine, Dec. 29, p.10 
Gas Burner, Electric, Jan. 5, g 
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-s dtaly to Investigate same, Dec. 29, 


“Raion. Electric, Sprague System, Dec. 


Railpead, Electric, < hae for Prospect 
Park, Dec. 29, p. 3 

Rates, Telephone, they cannot be regulated 
by the City Government of St. Louis, 
Dec, 29, p. 6 

Report, American District Telegraph Co., 
Dec. 29, p. 6 

*Register, Telegraph, Dec. 29, p. 7 

—— Electric, in New York, Dec. 29, 


«rviiroad, Electric, in Danville, Jan. 5, p. 3 

Railroad, Electric, in Boston, Power Plant, 
Jan. 5, p. 4 

7, Brooklyn Subway Commission, 
an 

*Railroad, Elevated, Electric, Jan. 12, p. 1 

Railroad, Electric, ‘Boston, Jan. 12,p.5 

ne: Electric, at Washington, Jan. 12, 
p.! 

Rutland Electric Lighting, Jan. 12, p. 9 

—— Electric, at Cambridge, Jan. 19, 


nliew, Electric at Cleveland, Jan. 19, 


p. 

Railroad, ae, Proposed for Broadway, 
Jan. 19, p. 4 

Railroad, Electric, San Diego, Jan. 19, p. 5 

Railroad, Electric, Interfering with Tele- 
phone Service, Jan. 19, p. 6 

Railroad, Electric, as an Interference with 
Telephone Service, Jan. 19, p. 7 

a * Electric, at Nashville, Jan. 19, 


*Ratiway, Electric, in Omaha, Jan. 26, p. 4 
Railway, Electric, at Newark, Jan. 26, p. 8 
Railroad, Electric, at Asheville, Feb. 2, p. 3 
Railway, Electric, in St. Augustine, Feb. 
> p. 
Railway, Electric, in Wichita, Feb. 2, p. 8 
oe Electric, Sault St. Marie, Feb 
. Pp. 
Railway, Electric, Atlanta, Feb. 9, p. 5 
Railway, Electric, Asheville, Feb. 9, p. 5 
Railway, Electric, Success of same in 
Cleveland, Feb. 9, p. 8 
Railway, Electric, Mey Advantage during 
Storms, Feb. 9, p 
Railway, ‘Electric, Grovesed, Daft’s System, 
Feb. 16, p. 4 
Railway, Electric, tac fee System 
at Boston, Feb. 
ae Tilestric, = Fort Worth, Feb. 16, 


p. 
*Railway, Electric, 


» Advantage over 
Steam, Feb. 16, p. 8 
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*Railway, Electric, Brookton, Mass., Feb. 
16, p. 11 
Railway, Electric, at Boston, Feb. 23, p. 8 
Railway, Electric, Proposed for London, 
Feb. 23, p. 11 : 


Sprague Motor Co. and Recent Installation, 
Sept. 1, p. 3 
Staten Island, Electric Lights on, Sept. 1, 


p. 4 

Suit, Thomson-Houston vs. Citizens’ Co., 
decided in favor of Thomson-Houston, 
Sept. 1, p. 4 

Salt, Electric Current to be used in the pro- 
duction of, Sept. 1, p. 7 


Surplus in United States Treasury, Sept. 1, | 


p. é 
Suits by the Bell Telephone Co. of St. Louis, 
Sept. 1, p. 7 
*Search Light, Electric, Sept. 1, p. 9 
*Ship, Projector in use on, Sept, 1, p. 9 
St. Johnsbury. Contract awarded for light- 
ing the streets, Sept. 1, p. 9 
Subway Commission Asking for Better In- 
sulation, Sept. 1, p. 11 
*Search Lamp, Electric, Thomson-Houston, 
Sept. 8, p. 1 
Suit, New Haven Clock Co. vs. Western 
Electric Co., Sept. 15, p. 5 
*Switch, Electric Light, for Quick Brakes 
and large Currents. Sept. 15, p. 9 
Subways of New York. Paper read by 


Leonard F. Beckwith at the Telephone | 


Convention, Sept. 15, p. 18 
Suit of Stockholders of the Great Western 
Telegraph Co., Sept. 22, p. 1 
*Signal Box, Fire Alarm, Sept. 22, p. 1 
Sugar Refining Process, Electrical. 
13, p. 6 
Sale, Sawyer-man and Consolidated Elec- 
tric Light Co., to the Westinghouse Elec- 
tric Light Co., Oct. 20, p. 1 
*Street Lighting, Thomson-Houston System, 
Oct. 20, p 1 
Stage, Electricity on, Oct. 20, p. 4 


Oct. 


| 


Sugar Retining, Electric, Friend’s System, | 


Oct. 20, p. 6 

Suit to Annul Bell Telephone Patents, Oct. 
20, p. 7 

Switchboard, Electric Light for New Or- 
leans, Oct. 20, p. 9 


Switchboard, Electric Light Westinghouse, | 


Oct. 27, p. 4 
Socket, Incandescent Electric Light, Oct. 
27, supplement, p. 7 


Subways in New York, Condition of, Oct. | 


27, p. 5 


Sprague Company Exhibits at the Street 


Railway Convention, Oct. 27, p. 8 
Subways, Electrical, of New York City, 
Nov. 3, p. 2 
Suit, Boulton Carbon Co.’s, Nov. 3, p. 2 
Savannah, Electric Lighting, Nov. 3, p. 2 
Steamship Lighting, Electric, Nov. 3, p. 9 


Suit, Bell vs. Cushman Co., Decided in | 


Favor of Bell Telephone Co., Nov. 10, 


p.3 
*Switch, Transfer, Nov. 10, p. 2 


*Switch, Automatic Spring Brake, Nov. 10, 


» 2 
*Switch, Resistance, Nov. 10, p. 2 
Stephens Electric Co., Nov. 10, p. 3 


Steam Generation, Instantaneous, Nov. 10, | 


| 


p. | 
Suit, American Bell rs. Cushman, Nov. 10, 


p. 6 
Sacramento Electric Road, Nov. 10, p. 8 
Suit; Supreme Court Decides that it can 

be Brought Against the Bell Co., Nov. 

17, p. 5 
Suit, Daft vs. Los Angeles Electric Rail- 

way Co., Nov. 17, p. 8 
Search-Lights, Electrical, Nov. 17, p. 9 
Signal, Electric, for Railways, Nov. 24, p. 1 


Suit for Annulment of Edison Patents for | 


Incandescent Electric Lighting in Can- 
ada, Nov. 24, p. 3 

Steel ; Hardening and Tempering Same by 
Electricity, Dec. 1, p. 1 

Southern Telephone Co.’s Little Rock Of- 
fice Destroyed by Fire, Dec. 1, p. 6 

Sigual, Danger, for Railroad Lines, Dec. 1, 


p. é 

Suit, Schuyler Electric 7s. Lemp & Weight- 
man, Dec. 1, p. 8 

*Switchboard Used at Equitable Building 
Electric Light Plant in Boston. Dec. 8,p. 3 

Sawyer-Man Boston Co.’s Removal, Dec. 
8, p. 5 

Suit, Central Pennsylvania Telephone Co. 
vs. Philippsburg, Dec. 8, p. 6 

Subway Work in New York City, Dec. 8, 


p. 6 
Suit, Postal Telegraph cx. Lathrop & Co., | 


Dec. 8, p. 7 ; 
Ship Lighting, Electric, Dec. 8, p. 8 
Signal, Electric, as used on Grades, Dec. 

15, p. 7 

*Speed Indicator, Fowler’s, Dec. 22, p.1 | 
Suit, J. Harris Rogers os. A. H. Garland, 

Dec. 29, p. 6 
Sugar Refinery, Electric Light Plant, Dec. 

29, p. 6 

Snakes Scared off by Electricity, Dec. 29, 


p. 9 
Suits Decided in 1888, Jan. 5, p. 2 
Suit, Fire Company cts. Telephone Co. of 
New Orleans, Jan. 5, p. 6 
St. Louis Telephone Decision, Jan. 5, p. 6 
Sedalia Wants Electric Light, Jan. 5, p. 10 | 
Suit to Declare Forfeit Telegraph Property, | 
Jan. 12, p. 1 | 
Schuyler Electric Company Sale, Jan. 12, 


p. 4 





St. Louis Telephone Building, Jan. 12, p. 6 | 
— Refining Process, Electrical, a | 
windle, Jan. 12, p. 8 
Signal, Electric, for Trains, Jan. 12, p. 9 
Suit, New Orleans Gas Co. vs. City of New | 
Orleans, Jan. 12, p. 10 
San Diego Electric Light Plant, Jan. 19, | 
| 


p. 5 
San Diego Telephone Exchange, Jan. 19, 
p. 5 
San Diego Electric Light Station, Jan.19,p.8 | 
Steamers, Electric Light on, Jan. 19, p.9 | 
St. Johnsbury Electric Lighting, Jan.19,p.9 | 
*Self-Induction, Lightning Arresters and | 
Photographic Studies of. Paper read by | 
Mr. E. G. Atkinson before the American | 
Institute of Electrical Engineers, Jan. | 
19, p. 10 
Subway Explosion, Jan. 26, p. 4 
*Subway System, National Conduit Co., 
Jan. 26, p. 6 | 
Suit, Bate Refrigerating Case, Feb. 2, p. 4 | 
Suit, U. 8. Electric Light Co. vs, City of 
Washington, Feb. 2, p. 5 
Salem Electric Light Station, Feb. 2, p. 9 
Suit, Bate Refrigerator Co., its Effect, Feb. | 
2, p. | 
Suit, Electric Wires and Fixtures Com- | 
panies’ Property, Feb. 2, p. 11 
Smelting, Electric, Patents, Feb. 2, p. 11 | 
*Ship lighting, Electric, Feb. 9, p. 1 
Suit, Secondary Battery, Feb. 9, p. 2 
Senate Room, Lighting of, Feb. ¥, p. 5 
Switchboard, Multiple, Denver Telephone 
Exchange, Feb. ¥, p. 7 | 
Switzerland, Telephone Improvement, Feb. | 
9, p. 10 | 
*Switch, Electric Light, Peiste, Feb. 16, p. 2 | 
Shells, Electric, in Warfare, Feb. 16, p.4 | 
Sherman Electric Light Plant, Feb. 16, p. 5 | 
San Francisco Telephone Exchange, Feb. | 
16, p. 5 
Suit against Western Union Telegraph Co. 
at Chicago, Feb. 16, p. 6 
Salem Electric Light Companies, Feb.16,p.9 
*Sperry Electric Lighting System, Feb. 16, 
p. 13 


Telephoning, Long-Distance, Over Tele- | 
graph Wires Between St. Paul: and Du- ! 
luth, Sept. 1, p. 5 

Telautograph Company Getting Ready for | 
Business, Sept. 1, p. 6 

Time by Telephone in Chicago, a Subscrib- 
er’s View of, Sept. 1, p. 7 

Telephone, Electro-Magnetic, Prof. Ful- | 
ton’s, Sept. 1, p. 8 

*Turbines, Victor, as used, Sept. 1, p. 11 

Thomson-Houston Station at Narragansett 
Pier, Sept. 15, p. 3 

Telephone Convention Delegates Enter- 
tained, Sept. 15, p. 4 

Telephone as used in England, Sept. 15, p. 6 

Telegram Stealing by Telephone, Sept. 15, 


p. 6 
Tax of Telephone Companies, Sept. 15, 


p. 14 
Telephone, The. Paper read by Dr. Plush 
at the Telephone Convention, Sept. 15, 
p. 15 
Telephone Exchange of New York City. | 
Paper read by Mr. E. F. Sherwood at the 
Telephone Convention, Sept. 15, p. 15 
Torpedo Station at Goat Island, Newport, 
Sept. 29, p. 2 
*Telephoue Systems of London, Manchester 
and Glasgow, Sept. 29, p. 6 
Thomson-Houston Electric Railway, Sept. 
29, p. 8 
*Transmitter, Fire Signal, Oct. 6, p. 1 
Tax, Telegraph and Telephone, in New | 
Hampshire, Oct. 6, p. 6 
Telephone Statistics, European, Oct. 6, p. 6 
*Testing Set, Oct. 13, p. 3 
Telegraphy, Multiplex, its future, Oct. 13, 
4 


p. 
Telephoning, Long-Distance, Oct. 13, p. 4 
Telegraph Apparatus, Multiplex, and Re- 

cent Improvements, Oct. 13, p. 5 
Time Apparatus, Electrical, Oct. 13, p. 5 
Tunnel, Chicago, and Placing of Wires, 

Oct. 13, p. 5 
Telephone Troubles Attributed to Earth 

Connection, Oct, 13, p. 7 
Toledo Wants More Electric Light, Oct. 

13, p. 9 
Toledo, Electric Lighting, Oct. 20, p. 8 
Thomson-Houston Recent Installations, 

Oct. 20, p. 8 
Thomson-Houston Electric Light 

pany’s New Office, Oct. 20, p. 9 
Taxes Paid by Telephone Co., Oct. 27, p.5 
Telephone Charge, Statistics, Oct. 27, p. 5 
Tubing, Iron, for Electrical Works, Oct. 


Com- 


Theatre, Electricity Used in, Nov. 3, p. 1 


| *Temperature Regulators, Electric, Nov. 3, 
2 - 


p. 
Telegraph Writing, Nov. 3, p. 5 | 
Texas Electrical Improvements, Nov. 3, p. 7 | 
Telegraphing, Nightwork Increase, Nov. 3, | 

7 | 


p. 
Torpedo Boat, Electric, Nov. 10, p. 1 
Telephone Use, Advantages of, Nov. 10, | 


p. 5 
Telegraph Lines of the Government, Nov. | 

10, p. 17 | 
Theatre Lighting at Vienna, Nov. 10, p. 9 
Train Loe am gy Nov. 17, p. 7 
Target Indicator, Electrical, Nov. 24, p. 1 | 
Telegraphy, Evolution of, Nov. 24,p.2 = | 
Telegraph Line of 1850, the National, Nov. | 


24, p. 2 
Telegraphy, Old Time, Nov. 24, p. 2 


*Wire Stretcher, Ferdinand’s, Sept. 22, p. 6 


Telephone Rates, Statistics, Nov. 24, p. 4 

Telephone Experiments, Submarine, in 
France, Nov. 24, p. 6 

Telephoning, Submarine, in France, How 
Done, Dec. 1. p. 4 

Telephone Charges in Chicago, Dec. 1, p. 4 

—— System, Synchronous, Multiplex, 

ec. 1, p. 7 
— Electric Light, Falling Off, Dec. 1, 


p. 

Thermopyle, New Use for, Dec. 8, p. 4 

*Throat Telephone, Dec. 8, p. 6 

Test of Light, Dec. 15, p. 1 

_——— y Have an Electric Railway, Dec. 

5, p. 

Tunnel Lighting, Cascade Mountain, by 
Electricity, Dec. 22, p. 9 

Topeka Telephone Exchange, Dec. 22, p. 6 

Telegraph Lines, Long-Distance ; Method 
ne Their Operation, Dec. 22, 


p. 

Thomson-Houston New Isolated Plant Of- 
fice, Dec. 29, p. 4 

Telegraph Trouble, Western Union cs. 
Union Pacific, Dec. 29, p. 7 

Telegraph Receipts of London Companies, 
Dec. 29, p. 7 

Testing Bureau, Johns Hopkins University, 
Jan. 5, p. 9 

Texas, aan, Electric Roads for, Jan. 
5, p. 1 


*Train Signals, Electric, Jan. 12, p. 9 
Tin Alloys, Resistance of, Jan. 19, p. 1 
Tunnel, Hoosac, Lighting by Electricity, 
Jan. 19, p. 2 
Telephone Rates Raised, Jan. 19, p. 6 
Telegrams; Telegraph Companies Liable 
for all Mistakes, Jan. 19, p. 6 
Telephone; Bell’s First One, Jan. 19, p. 7 


—_ Propelled by Electricity, Oct. 6, 
p. 
— Overheating, Prevention of, Oct. 13, 


p. 
Wires of Philadelphia Telephone Com- 
pany Put Underground, Oct. 13, p. 6 
Watches, why they Should be Free from 
Magnetic Influence, Oct. 13, p. 9 
Westinghouse Company Purchase Sawyer- 
man and Consolidated Electric Light Co, 
Oct. 20, p. 7 , 
Wires to be Placed Underground in Phila- 
delphia, Oct. 20, p. 5 
Waterhouse Plant at the American Institute 
Fair, Oct. 20, p. 5 
Wires, Underground, 
Oct. 20, p. 7 
*Wirebinder, Fusible, Oct. 20, p. 7 
Wire System at Buffalo, Modifications in 
Same Asked for by the Western Union 
Telegraph Company, Oct. 20, p. 7 
Washington Monument Lighting, Oct.20,p.% 
Westinghouse System of Electric Lighting 
and Power, Oct. 20, p. 1 
Westinghouse Electric 
Oct. 27, supplement, p. 1 
Water, Electric Light in, Oct. 27, p. 4 
Welding, Electric. Paper read by C. J. H. 
Woodbury before the American Associa- 
tion of Mechanical Engineers, Oct. 27, p.6 
Warfare, Electricity as Used in, Oct. 27, p.8 
Wires, Underground, The Effect of Hot 
Steam Pipes on, Nov. 8, p. 2 
Wire Business, State of, Nov. 3, p. 4 
Wires, Electric, Underground, in Boston, 
Provisions for, Nov. 3, p. 4 
Welding, Electric, Tests by the Ordinance 
Dept. at the U.S. Arsenal, Nov. 3, p. 8 
Westtield Electric Light Extensions, Nov. 


in New Haven, 


Co.’s_ Factory, 





Telephone Rental ; Bill to Reduce Same, 
Jan. 19, p. 7 
ae Multiplex, Adaption of, Jan. 
es 
Train Lighting, Electric, Jan. 26, p. 5 
Telephone Statistics, European, Feb. 2, p. 1 
Taxing Telegraph Wires in Dakota, Feb. 
2, p. 5 
Telephone Service Test, Feb. 2, p. 6 
*Tree-Felling Machine, Electric, Feb. 2, p. 7 
Train Lighting. Electric, Feb. 9, p. 2 
Thomson, Sir William’s Address, Feb. 9, | 
9 
Telephone as an Aid for Securing Divorce, 
Feb. 9, p. 6 
Telegraph, The First, Speed of Transmis- 
sion, Feb. 9, p. 6 
Thermometers, Electric, Feb. 9, p. 10 
Telephone, Phonographic, Experiments in 
New York and Philadelphia, Feb. 16, p. 4 
*Telephone, Long-Distance, Service, Feb. | 
16, p. 7 
Telephone Conversation ; Can it be used as | 
Evidence in Court ? Feb. 28, p. 4 | 
Telephone Buzzing Overcome, Feb. 23, p. 6 | 
T 


*United States Company’s Dynamo, Sept. 1, 


p. 1 
Underground System, Edison’s, Nov. 10, 
9 


p. 
*Underground System, National Conduit 
Co., Jan. 26, p. 6 

United States Co. Transfer to Westing- 
house Co., Feb. 2. p. 4 

United States and Westinghouse Co. Com- 
bination, Feb. 2, p. 11 

Underground Conduits and danger of Gas | 

in same, Feb. 9, p. 4 | 

Vv | 

*Voltmeter, Oct. 27, supplement, p. 5 | 





Vacuum as a Non-conductor of Electricity. 
Paper read by Dr. P. H. Van der Weyde | 
before the New York Electric Light So- | 
ciety, Dec. 22, p. 10 

Vienna Proposed Electric Light Station, 
Jan. 5, p. 10 

*Voltmeter, Weston’s, Feb. 2, p. 1 

Van Depoele’s Co. Recent Outputs, Feb. 16, | 

p. 5 | 
Ww 


*Water Wheels, the Victor, in Use, Sept. |, 


p, 11 

Wires, Insulation of, Sept. 8, p. 7 

Wires, Underground, in New York City, 
Sept. 8, p. 12 

Wires, Phosphor Bronzed, Jointed Without 
Heating, Sept. 15, p. 1 

Wires, Overhead and Underground, in New | 
York. Paper Read by Dr. 8. S. Wheeler 
at the Electric Light Association, Sept. 
15, p. 7 


Western Electric Company’s Electric Light 
Plant at the Chicago Exposition, Sept. 22, 


p. 8 
Watch Inspection for Railroads, Sept. 22, 


. 9 

Writer’s Paralysis, Electricity as a Cure, 
Sept. 22, p. 9 

Wires, Electric, why they should go Under- 
ground, Sept. 22, p. 9 

Wires, Underground, Mayor Hewitt’s Opin- 
ion of, Sept. 29, p. 4 

Wires used for Telephone Exchanges in 
England, Sept. 29, p. 7 

Wires Underground, Two Years Test, Oct. 


6, p. 1 
Waupaca Electric Light Plant Wrecked, 
Oct 6, 7 3 
Wiring, Careless, Oct. 6, p. 4 
Wiring, Underground, in Chicago, Oct. 6, 
4 





p. 
Wires, Telephone, to be put Underground 
in Cleveland, Oct. 6, p. 6 


3, p. 9 
Woonsocket Electric Light Plant, Nov.3,p.9 
Waterbury Electric Light Plant, Nov. 10, 
3 


p- 
Westinghouse Electric Co.’s Ventral Sta- 
tions, Nov. 10, p. 6 
*Wire System, Underground, Edison’s, 
Nov 10, p. 9 
*Waltham Watch Factory, Nov. 17, p. 2 
Watches, Non-Magnetic, Proper Tests for, 
Noy. 17. p. 8 
Waterhouse Electric Co. Purchased by Mr. 
George Westinghouse, Jr., Nov. 17, p. 9 
Wire, Iron, Galvanized, Preferable for 
Aerial Lines, Nov. 24, p. 2 
Wires, How Thev Should be Placed in 
Large Towns, Nov. 24, p. 2 
Wires, Charged, Practical Hints to Avoid 
Danger, Nov. 24, p. 6 
Waterbury’s First Telephone Line, Nov. 
24, p.7 
oo Company’s Earnings, Nov. 


Wires, Underground, in Philadelphia, Dec. 
1 6 


% 
Watches to be used by Railroad Employés, 
Dec. 1, p. 7 
Wires, Underground, in New York City, 
Dec. 8, p. 4 
— Electric, Suffer from Storms, Dec. 
,p.5 
Washington U. 8. Lighting Co. Station, 
Dec. 8, p. 5 
Webster Electric Co. Plant, Dec. 8, p. 9 
Western Union Underground Service, Dec. 


15, p. 4 
bad Underground, in Philadelphia, Dec. 
5, p. 5 
Washington, House of Representatives to 
be lit by Electric Light, Dec. 15, p. 5 
Waterbury Telephone Office, Dec. 15, p. 6 
Wires, Electric, in Washington, Dec.22,p.5 
_— Lighting Appropriations, Dec. 
2 


22, p. 

Wells, Artesian, as Applied to Electric 
Lighting, Dec. 29, p. 1 

Watch Manufacture, Recent Problems in. 
Extract from paper read by Mr. H. E. 
Duncan, before the Boston Electric Club, 
Dec. 29, p. 5 

Wires, Underground, Their Danger, Dec. 
29, p. 10 

Welding, Electric, Jan. 5, p. 2 

Wires, Underground, in Brooklyn, Jan.5,p.6 

Woodbury, C. J. H. Lecture at the Boston 
Electric Club, Jan. 12, p. 4 

Wheatstone Telegraph System to be Adopt- 
ed by the Western Union Telegraph Co., 
Jan. 19, p. 7 

Washington Electric Lighting Bid, Jan. 
19, p. 13 

Wire Adopted for Telephone Work in 
Germany, Jan. 26, p. 6 

Wires, Underground, in Milwaukee, Jan. 

6 


26, p. 
Wire, What kind should be used for cross- 
ing Niagara River, Feb. 2, p. 
*Waltham Watch Co. Electric Light Plant, 
Feb. 16, p. 1 
Washington Electric Light Co., Feb.16,p.5 
Wire, Tariff on, Feb. 16. p. 5 
Wires, Housetop Fight in Cleveland, Feb. 
16, p. 6 
*Wires. Underground, System, Johnstone, 
Feb. 23, p. 1 


Yellow Fever Preventative, Edison’s, Oct. 
6, p. 9 

Yellow Fever, Electrical, Cure to be Tested, 
Oct. 18, p. 6 


Yellow Fever; A Young Lady Operator 
Working Among It, Nov. 17, p. 7 
Zz 


Zinc Amalgam for Batteries, Dec. 29, p. 8 
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The United States Company’s Dynamo | lamp factory recently finished, will make it 
The cut on this page is the best representa- | @ Very extensive establishment ; and the ex- 
tion of the well-known United States dynamo, | Cellence of the work done in recent United 
as it is at present, which we have seen. This | States installations is a good assurance that 
dynamo is too well known to need a detailed | it will be kept busy. 
description here ; but, while in all essential | 
points it is practically the same as a year or | , 
two ago, it has been much improved lately in | Electric Motor Test. 
some matters of detail, and its general pro- Mr. T. L. Johnson, of Cleveland, Ohio, 
portions somewhat changed, so that it iseven /and Mr. A. V. Du Pont, of Louisville, Ky., 
more symmetrical than before. have been investigating electric railways in 
The standard electro-motive force of these the East for some time past, and being de- | 
machines for multiple arc incandescent light- | sirous of ascertaining the amount of power | 
ing is 110 volts, and a very remarkable | which could be developed by the motors 
feature is the constancy of the E. M. F. | used on the Thomson-Houston Company’s 


under extreme variations of load. 

Though a simple shunt wound machine, it 
is equal in this respect to any compound 
wound dynamo, which makes it an unusually 
simple and easy machine to operate, and one 


motor trucks, the following test was made 
| at Crescent Beach : 

| To the motor car was attached an ordinary 
passenger car containing about 20 passen- 
| gers. As soon as the passengers were seated, 


The New England Electric Exchange, act- 
ing in conjunction with the New England 
Insurance Exchange and the Boston Fire 
Underwriters’ Union, is rapidly progressing 
with the work of licensing those engaged in 
the operation and installation of electric 
plants, and as the aims and methods of the 
Exchange have become better understood it 


has received a constantly increasing support 


from all interested. The examinations are 


of the applicant, so that the license when 
issued shall fairly and definitely represent 
the extent of work which he is competent to 
perform. 

The Insurance Exchange is very decided 
in the position it has taken as outlined in its 





circular of June 11th, and is now calling the 


The Electric Exchange and Its Work. | 


purely practical and are conducted in such a | 
way as to arrive at the actual qualifications 


| Electricity’s Apostles. 





| KNIGHTS OF LIGHT AND POWER GATHERING 
IN NEW YORK CITY—OPENING OF A PROM- 
ISING CONVENTION OF THE NATIONAL 
ELECTRIC LIGHT ASSOCIATION — MANY 
QUESTIONS OF INTEREST AND VALUE TO 
BE DISCUSSED BY PRACTICAL AND SCIEN- 
TIFIC MEN. 





For many days the local electrical fra- 
ternity has been welcoming numerous vis- 
itors from the west and east, the south and 
north, and the explanation ever given is that 
‘*we are here for the conventions ’—mean- 
|ing the Electric Light and Telephone Con- 
ventions, both of national influence, and oc- 
curring on succeeding weeks in this city. 
The first convenes at the Hotel Brunswick 
at 12 o’clock Wednesday of this week, and 
| will remain in convention until Friday after- 





especially well adapted for storage battery | 
and motor work. 

The United States Company has recently 
made some very large machines for this 
work, notably : Two for the Julien Traction 
Company, for the station at 85th street and 
Madison avenue ; and several for the Elec- 
trical Accumulator Company, 44 Broadway. 

The mechanical work on these dynamos is 
particularly fine and worthy of the highest 
commendation ; and a close examination of 
it in all details convinces one that the United 
States Company is endeavoring to make as 
good a machine as possible, and is in no 
respect sacrificing efficiency to reduce cost. 

The natural result of this policy is a large 
and steadily increasing business, to meet the 
demands of which the United States Com- 
pany is now building a very large addition 
to its machine shop. This, with the new 


THe UnitTep States Evectric Lieut Company’s DyNAMO—A HANDSOME MACHINE. 


| the brakes were set up hard so that itjwas 


| impossible for the wheels to revolve, and the 
| current turned on. The two cars moved off 
| Slowly, but gradually increased the speed to 
| six miles per hour, which speed was main- 
tained on the curves and up a grade of two 
and one-half per cent. The gentlemen were 


much pleased with the result of this test, 
and expressed themselves in the highest 
terms regarding the peformance of the mo- 
tors. It certainly goes without saying, 
that trucks which could stand such a strain 
as this, and motors which are able to per- 
form the work in such an eminently satis- 
factory manner, must be of a superior qual- 
ity. 





Mr. E. G. Acheson, of Pittsburgh, has 
been making a number of experiments with 
high tension currents, and will read a paper 

ore the National Electric Light Associa- 








tion, giving an account of the results ob- 
tained 


attention of local companies and of the own- | 
ers of isolated plants to the near approach of 
October 1st, the date on and after which the | 
license of the Electric Exchange becomes a | 
necessity. 

As the number of applicants is rapidly in- | 
creasing, and in order to provide for the | 
many who must be examined before October 
ist, the directors have still further increased | 
the number of examiners aud have appointed | 
examinations as follows, in addition to regu- 
lar weekly examinations in Boston : 


New Haven, Conn......... Sept. 12 
Waterville, Me............ « 
Bellows Falls, Vt.......... “ @ 


All applications are acted upon as soon as 
received, and the applicants notified as 
promptly as possible when and where to 


noon. The proceedings, as the REvrew goes 
to press Tuesdays, will appear in next week’s 
issue of this journal, complete and interest- 
ing as of old. 

At the time of writing, the attendance is 
such as to make certain that this will be the 
largest gathering yet held under the auspices 
of the Association, and it is but natural that 
it should be so, when we consider the rapid 
growth of the electrical industries, the many 
new discussions that have been brought out 
since the last meeting, and last, but not least, 
the location, for New York City is a place 
where every man can have business at least 
once a year—and it has been three years 
since the Electric Light Association met 
here. 

Dr. Otto A. Moses, the busy Chairman of 
the Executive Committee, has been indefa- 
tiguable in his efforts to see that suitable ac- 





appear for examination, 


(Continued on page 5.) 





